INTERIOR  OF  OLD  BLANDFORD 
ERECTED  IN  1  73  5.  PETERSB 
Old  Blandford  Church,  Petersbu 
built  in  1  735.    The  following  linej 
author  were  found  written  on  its 


Thou  art  crumbling  to  the  d 

Thou  art  hastening  to  thy 
And  'round  thee  in  thy  lonelin 

Clings  the  ivy  to  thy  wall. 
The  worshippers  are  scattered  now 

Who  knelt  before  thy  shrine. 
And  silence  reigns  where  anthems  rose 

In  days  of  "Auld  Lang  Syne." 
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